From: 

Saunders, Della (DPH) 

Sent: 

Thursday, January 12, 2012 2:11 PM 

To: 

Massif, Julianne (DPH) 

Subject: 

Leaks 

Hi Julie, 



Rooms 356 and 356B have developed about 5 leaks. The Evidence Office and Drug Lab appear to be dry. 
Della 
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